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Message Text 


UNCLASSIFIED 

PAGE 01 NEW DE 08432 251227Z 
50 

ACTION FBO-01 

INFO OCT-01 NEA-09 ISO-OO A-01 /012 W 

018129 

P R 25 1 1 30Z JUN 74 
FM AMEMBASSY NEW DELHI 
TO SECSTATE WASHDC PRIORITY 2263 
INFO AMCONSUL MADRAS 

UNCLAS NEW DELHI 8432 

E.O. 11652: N/A 
TAGS: ABLD,IN 

SUBJECT: EMERGENCY GENERATORS, MADRAS 
REF: STATE 106966 

1. NEW DELHI 6399 REQUESTED AUTHORIZATION FOR PROCUREMENT OF 

2 GENERATORS (ONE 250 KW AND ONE 88 KW) FOR MADRAS AND ALLOTMENT 
OF DOLS 71,168 (DOLS 93,506 BEING COST PLUS DOLS 14,025 BEING 
15 PERCENT ESCALATION, LESS DOLS 36,363 ALREADY AUTHORIZED 
AND OBLIGATED IN FY 1973) WHEREAS REFTEL ALLOTTED DOLS 107,530 
FOR THIS PURPOSE. HOWEVER, EMBASSY HAS NOW OBLIGATED DOLS 
75,440 LEAVING BALANCE OF DOLS 32,090 WHICH MAY BE WITHDRAWN. 

2. FOREGOING BALANCE DOES NOT TAKE INTO CONSIDERATION DOLS 
3,400 INCREASE FOR 10 PERCENT ESCALATION ON 10 GENERATORSSETS, 
REQUESTED BY MADRAS 0769.SCHNEIDER 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 25 JUN 1974 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1974NEWDE08432 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D7401 66-0808 
From: NEW DELHI 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1974/newtext/t1 974061 6/aaaaangg. tel 

Line Count: 42 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION FBO 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: 

Previous Classification: n/a 

Previous Handling Restrictions: n/a 

Reference: STATE 106966 

Review Action: RELEASED, APPROVED 

Review Authority: cunninfx 

Review Comment: n/a 

Review Content Flags: 

Review Date: 28 FEB 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <28 FEB 2002 by phillir0>; APPROVED <14 JAN 2003 by cunninfx> 

Review Markings: 
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Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: EMERGENCY GENERATORS, MADRAS 
TAGS: ABLD, IN 
To: STATE 
Type: TE 
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